112    DOCKETED ITEMS

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26,
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203040189 Responds to NRC 920115 Itr re nonconformances noted in insp of safety
related power generator supplied to facility. Corrective actions:vendor will review docu-
mentation & engineering evaluations.

POLITI.R.B. NE1 Peebles-Electric Products, Inc. {formerly Parsons Peebles). 92/02/
27. Document Control Branch (Document Control Desk). 20pp. 60813:329-60813:356.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203170138 Forwards insp repts 50-275/92-01 & 50-323/92-01 on 920101- 0203 &
notice of violation.

RICHARDS.SA Region 5 (Post 820201). 92/02/28. RUEGER.G.M. Pacific Gas &
Electric Co. 3pp. 60924:244-60924:261.

~9203170145 Notice of violation from insp on 920101-02Q3.yiolation notadone of two
reactor cavity sump wide range level channels inoperable in modes 2 & 3 for period
greater than seven days.
* Region 5 (Post 820201). 92/02/28. 1p. 60924:247-60924:247.

-9203170153 Insp repts 50-275/92-01 & 50-323/92-01 on 920101-0203. Violations
noted.Major areas inspected:plant operations, maint & surveillance activities.followup
of onsite events, open items & LERs.
MORRILL.PJ. Region 5 (Post 820201). 92/02/28. 14pp. 60924:248-60924:261.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020. "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203200297 Confirms on behalf of Northern California Power Agency (NCPA) that
NCPA withdraws 901119 request that Commission take enforcement action based on
util response to notice of violation issued by Commission on 900614.
MCDIARMID.R.C. Spiegel & McDiarmid. 92/03/04. MURLEY.T.E. Office of Nuclear
Reactor Regulation. Director (Post 870411). 2pp. 61252:334-61252:335.

9203260178 Forwards rept of staff insp of safety-related power generator supplied to
plant by Peebles Electric Machines.for info & use.

ROOD.H. Project Directorate V. 92/03/11. RUEGER.G.M. Pacific Gas & Electric Co.
3pp. 61093:100-61093:150.

9203260331 Summary of 920220 meeting w/util in Rockville.MD to discuss open issues
from three NRC staff inspections of commerical grade procurement & dedication of
sixth emergency diesel generator currently being installed at facility.
ROOD.H. Project Directorate V. 92/03/11. Project Directorate V. 45pp. 61093:020-
61093:065.

9203240020 Forwards synopsis of investigation of insp rept 50-275/91-03 concerning
discovery of pipe support stud glued in place inside unit containment.
ZIMMERMAN.R.P. Region 5 (Post 820201). 92/03/12. RUEGER.G.M. Pacific Gas &
Electric Co. 3pp. 61052:352-61052:354.

9203230339 Forwards Insp Repts 50-275/92-02 & 50-323/92-02 on 920127-31 & notice
of violation.EncIs withheld (ref 10CFR73.21).

SCARANO.RA Region 5 (Post 820201). 92/03/16. RUEGER.G.M. Pacific Gas &
Electric Co. 3pp. 61115:355-61115:357,

9203250163 Forwards NDE Relief Requests NDE-008 & NDE-009 for Units 1 & 2,re-
spectively & Relief Requests 10.11 & 12 since conformance w/certain ISI require-
ments of ASME Section IX impractical.

RUEGER,G,M. Pacific Gas & Electric Co. 92/03/17. Document Control Branch (Docu-
ment Control Desk). 54pp. 61189:213-61189:266.

R. Periodic operating reports & related correspondence

9203040276 "Diablo Canyon Power Plant Semi-Annual Radioactive Effluent Release
Rept," for Jul-Dec 1991.W/920226 Itr.
GISCLON.J.M. Pacific Gas & Electric Co. 91/12/31. 60pp. 60822:290-60822:351.

9203090187 "Annual Tabulation of Personnel Exposure to Radiation for 1991 Calendar
Yr." W/920302 Itr.
GISCLON.J.M. Pacific Gas & Electric Co. 91/12/31. 6pp. 60862:210-60862:215.

9203170354 Monthly operating repts for Feb 1992 for Diablo Canyon.Units 1 & 2.W/
920313 Itr.

HELETE.D., TOWNSEND.J.D. Pacific Gas & Electric Co. 92/02/29. 11pp. 60983:269-
60983:279.

S. Reportable

rences, LERs & related correspondence

9203090463 LER 91-012-00;on 911012,failure to meet TS 4.5.2. when visual insp were
not performed due to programmatic deficiency. Procedure will be developed to estab-
lish program for control of matl.W/920305 Itr.

HUG.M7T.. RUEGER.G.M. Pacific Gas & Electric Co. 92/03/05. 7pp. 60871:342-
60871:348.

9203200356 LER 92-002-00:on 920211,Tech Spec 3.3.3.2.action 20 of Table 3.3-3.for
steam flow channel to be inoperable exceeded. Caused by personnel
error.Responsible personnel counseled.W/ 920313 Itr.

HUG.M.T, RUEGER.G.M. Pacific Gas & Electric Co. 92/03/13. 7pp. 61120:022-
61120:028.

9203230181 LER 92-001-00:on 920214,determined that condition of DG & field circuits
outside design basis of plant w/respect to App R criteria.Caused by inadequate eval-
uation of DG circuits.Continuous fire watch posted.W/920316 Itr.
HUG.M.T.. RUEGER.G.M. Pacific Gas & Electric Co. 92/03/16. 7pp. 61120:170-
61120:176.

9203310099 PNO-V-92-008:on 920322,unit 2 declared unusual event & commenced
plant shutdown due to apparent turbine stop valve failure.Plant expected to be shut-
down for two days to investigate & repair problem.Util might issue press release.
MORRILL.P..   MILLER.M.   Region   5   (Post  820201).   92/03/23.   2pp.   61126:314-
61126:315.
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F. Security, medical, emergency & fire protection plans

9203230208 Forwards list of revs to plant emergency procedures (PEP), consisting of
Rev 038C to App A of PEP, "Emergency Response Resources."
SPENCER JW Carolina Power & Light Co. 92/03/09. Region 2 (Post 820201). 2pp.
61077:132-61077:133.

9203230208 Forwards list of revs to plant emergency procedures (PEP), consisting of
Rev 038C to App A of PEP, "Emergency Response Resources." W/920323 release
memo.

SPENCER.J.W. Carolina Power a Light Co. 92/03/09. Region 2 (Post 820201). 4pp.
61115:255-61115:277.

-9203260247 Public version of rev 038C to plant emergency procedures PEP-App A,
"Emergency Response Resources."
FLOYD.S.D. Carolina Power & Light Co. 92/03/09. 19pp. 61115:259-61115:277.

9203270150 Advises that Emergency Response Data Sys (ERDS) implementation plan
in util 911028 Itr acceptable & that testing phase of ERDS implementation involves
testing w/ Halliburton NUS Environ Corp.

ADENSAM.E.G. Project Directorate 11-1. 92/03/23. EURY.L.W. Carolina Power & Light
Co. 5pp. 61164:191-61164:195.

H. Genera! correspondence

9203160208 Requests that RA Watson be considered executive point of contact for
NRC correspondence w/util.

EURY L W Carolina Power & Light Co. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 2pp. 60969:317-60969:318.

9203250366 Notifies that DC McCarthy recently named manager & replaces SD
Floyd.effective 920404.

VAUGHN.G.E. Carolina Power & Light Co. 92/03/20. Document Control Branch (Doc-
ument Control Desk). 1 p. 61163:166-61163:166.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203030100 Forwards response to question concerning total radioactive gaseous &
liquid releases from plantNRC concludes that 910123 meeting w/political & plant offi-
cials beneficial for purposes of obtaining public views & interest.
EBNETER.S.D. Region 2 (Post 820201). 92/02/10. DAVIS.S.S. Carolina Beach, NC.
3pp. 60753:341-60753:343.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203270140 Discusses review of potential boron introduction into primary sys to deter-
mine if boron intrusion condition unreviewed safety question.SE encl.
LAINAS.G.C. Assistant Director for Region II Reactors. 92/02/20. REYES,LA. Assist-
ant Director for Region II Reactors. 2pp. 61109:300-61109:306.

-9201310197 Responds to request for review of potential boron introduction into plant
primary sys.No unreviewed safety questions exist & corrective & compensatory ac-
tions adequate to prevent entry into unanalyzed plant condition.
JONES.R.C. Reactor Systems Branch. 92/01/23. ADENSAM.E.G. Project Directorate
11-1. 1 p. 61109:302-61109:302.

-9112270324 Forwards SE of chemical engineering aspects of intrusion of boron into
reactor coolant sys at plant.

CHENG.C.Y. Materials & Chemical Engineering Branch. 91/12/16. ADENSAM.E.G.
Project Directorate 11-1. 1 p. 61109:303-61109:303.

-9203270152 Safety evaluation re intrusion of boron into RCS.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/12/16. 3pp.
61109:304-61109:306.

9203040263 Notifies that licensee 911218 response to NRC 911002 supplemental
safety evaluation of plant response to station blackout rule,acceptable.
LE.N.B, Project Directorate 11-1. 92/03/02. EURY.L. Carolina Power & Light Co. 3pp.
60799:307-60799:309.

9203130177 Advises that 920130 response to Generic Ltr 91-11 re resolution of Gener-
ic Issues 48 & 49,meets requirements of 10CFR50.54 & acceptable.
LE.N.B. Project Directorate 11-1. 92/03/05. EURY.L.W. Carolina Power & Light Co.
2pp. 60909:357-60909:358.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.90317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
